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TOKYO FOR RSO PASS SPINDLER 
DEPT FOR A/SY/T 

E 11652: N/A 
TAGS: ASEC 

SUB J : REPAIR OF MASON POWER SUPPLY 

1. REQUEST YOU SHIP MASON A3B'S POWER SUPPLY AND THE NEW 
L-M-300H RELXLATOR PART TO A/SY/T SO THAT UNIT MAY BE 
REPAIRED. RETAIN REMAINDER OF A3B. IF YOU DO NOT HAVE 
ADEQUATE BATTERIES THEN ORDER MALLORY RM 12RS FROM A/SY/T. 

2. ASP RECORDS LOOK GOOD. SUGGEST YOU ADJUST CALIBRATE POSITION 
TO GIVE BETTER BAND MARKER. TURN CONTROL KNOB TO /CALIBRATE” 
POSITION AND ADJUST CONTROL SO THAT PEN JUST TOUCHES STOP 

ON RECORDER; THEN TURN CONTROL KNOB TO "ZERO" AND ADJUST CONTROL 
SO THAT PEN IS AT BOTTOM OF CHART. 
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